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rr.TASH 




COPY #1 CCD 
copy in OPS 


TO 


FRO! COM OPS. 


1. UNDER ASSUMPTION YOU HAVE RTTX RECEIVER FACILITIES AVAILABLE 
FOLLOWING ADDITIONAL INFO ON 


KADI OTELETIPE TRANS- 


MISSION PRESENTED. ■ G53P TO OGOQ AND 1X00 TO 1300 ZEBRA DAILY EXCEPT 
SUNDAY STATION WILL BE HEARD PASSING TRAFFIC TO 


AND MAX BE IDENTIFIED BY CALL SIGHS IN MSG HEADINGS. FREQ IS 22602 KCS 0 

2» | | OPERATES MANUAL MET WITH " ON 21*930 KCS 

■ 

C500Z TO 1300Z DAILY WITH REDUCED ACTIVITY ON WEEKENDS. ALTERNATE FEE- 
QUENCXS ARS 8055 KG AND 10255 KG. 

3. ALSO MONITOR 23997 KCS FOR 


OCCASIONALLY 


HEARD WCRKINO TWENTY METER HAMS* OPERATION HOURS NOT SPECIFIC BUT HEARD 
OCCASIONALLY APPROX 0200 TO Ql*GO ZEBRA HERE. 
k, FORWARD MONITOR REPORTS TO CCKOPS. 


TOT* 1 9ZL 2 

Approved For 


'*•« " «•) •*» ‘'Jfir <iji mUW 


2002/07/02 : CIA-RDP84-00499R000800050 


JITC 


25X1A 

25X1A 


25X1A 


25X1A 






25X1 A 


in 


A A 

Approved For Rcftwie 2002/07/02 : CIA-RDP84-00499R06#«00050086-0 




REB X>vi. 

HLH X 

WLS ^ 71 '-' 


-> Vt- 


2 OCTOBER I9I4.7 


wbf/ 


RGL | 

RDS A yj ~ j 

t 

25X1A 




COMO PS FROM 





CiT 1 '!■ 

,j!.> <1--- '-«* 


/- e 
# a- 


25X1A 


25X1A 


SERVICE. 

NOTHING HEARD OF [ | ON FREQUENCY 22602 KGS BETWEEN 

0500Z AND O55OZ m THIS DATE. FREQUENCY CLEAR WITH NO 
INTERFERING SIGNALS WITHIN 100 KCS EACH SIDE OF FREQUENCY. 
AT 0530 RTTY SIGNAL HEARD ON 22^98 KCS* SIGNAL TOO WEAK 
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